
System 

Dashboard Detection Report 



Report Details 

Report By: Dan Henderson System Count: 4 

Time Frame: All Time Total Detections: 2,560,304 



Contributor 

System 

Detections 

1 

La Habra PD LPR Car (Deleted) 

2,175,449 

2 

LHPD2184 

218,652 

3 

LHPD2181 

166,202 

4 

Mobile Companion 

1 


Date Created: 12-13-18 
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